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DP D6LO37~61 


17 Pabruary 1961 


“oORAMOUN FOR + Chef, Kateriel Branch, DPD-UD/P 


SECT t Photograplic Equipment Nelfunetions 
HAPRENCE ¢ Stat? Heeting Minutes, LL Cetober 1956 


dated 15 Osteber 1956 


le During the period 2 January 1961 through 31 January 
there were a $otal of trenty-five (25) mlasions reported flown 2) 
using photegrephie equipaent. Equipments malfunctioned on two 
of these missions, giving an over-all effectivencas of Geibe 


2. Equipment reliability for the abowe referenced period wast 
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3. (a) Tracker malfunetiont 


Weston HT 61-O¢a tracker failed after ons hours poat- 
Flisht of tracker alewed it to be operating noraally. Cause of mal- 
function hae not. beer reported. 


{o) BCenfigurations 


vdaaion HT 61-174 malfunetion of shutter ocourred after 
22h), eyelesy total cycles on shutter 20,710 cysles since iast BCE 
L160, both diodes wore shorted out which caused eglreult breaker on 
programmer to open. Jnginsering Change Proposal Ho. H¥~47 has been 
approved to replace diodes in all 43 732 shutters. 
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